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EO 11652: N/A 
TAGS: BENCNU 

SUBJECT: MAJOR PROJECT: 100 MW THERMAL UNIT 

REE: STATE 092263 

1 . POST HAS LEARNED FROM ENALUF THAT THE ONLY THERMAL PROJECT 
CURRENTLY UNDERWAY OR PLANNED IS THE PUERTO SOMOZA THERMAL 
PLANT. TWO 50-MW TURBINES, BOILERS, AND OTHER RELATED 
EQUIPMENT FOR THE 100-MW UNIT ARE BEING SUPPLIED BY BREDA 
TERMO-MECCANICA OF MILAN, ITALY. THE PUERTO SOMOZA PLANT 
WILL BEGIN OPERATING LATER THIS YEAR. 

2. OTHER MAJOR POWER PROJECTS PLANNED BY ENALUF ARE THE 
300-MW RIO GRANDE DE MATAGALPA HYDROELECTRIC FACILITY AND 
THE MOMOTOMBO GEOTHERMAL PROJECT OF STILL UNDERTERMINED SIZE. 
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